Michigan Hospitals 
1975 Index 


SUBJECT INDEX 


ACHIEVEMENTS CONTEST 
Achievements Contest Rules Revised, Jan., p. 21 
Seventeenth Achievements Contest, Dec., p. 16 


ADMINISTRATIVE VIEWPOINT 

Administrative Viewpoint, Jack B. Carter, Nov., p. 
27 

Administrative Viewpoint, Jack B. Carter, Dec., p. 


25 

Enough is Enough! Richard E. Lane, March, p. 22 

Keeping Tabs on Physician Performance, Jack B. 
Carter, June, p. 16 

Malpractice Insurance: An Administrator Re- 
sponds, R. A. Bradburn, May, Pp. 14 

Open Letter, Richard E. Lane, July, p. 9 

Paying the Price for Malpractice Insurance, Jack B. 
Carter, Feb., p. 19 

Taking a Look at National Health Insurance, Walter 
J. Bell, April, p. 17 

ALCOHOLISM AND OTHER DRUG ABUSE 

Alcoholism Therapy at Beyer Memorial Hospital, 
Bill Dalton, August, p. 21 


ANNIVERSARY CELEBRATIONS 

Iron County General Celebrates Its Third Anniver- 
sary, Sept., p. 22 

Mercywood Facility Dedicated, Sept., p. 24 

Service With Love Celebrates Its Second Anniver- 
sary, May, p. 12 

AUXILIARY NEWS 

Auxilian Officers Honor MHA Chiefs, Jan., p. 25 

Auxilian Programs Across the State, Ellen M. Heller, 
Dec., p. 26 

Auxilians Sponsor a “Day at the Capitol,” May, p. 18 

The Benefits of an Auxiliary from Several View- 
points, Lucy Grenzke, April, p. 25 

Considering the Prospective Legislative Clout of an 
Auxilian, Lucy Grenzke, June, p. 25 

The MAHA Fall Conference, Ellen M. Heller, Nov., 
p. 20 

Service to Others Brings Self-Fulfillment, Ellen M. 
Heller, August, p. 18 

BOOK REVIEW 

Hospital Hygiene, Wendell C. Trent, June, p. 20 

The Medical and Marketplace Guide, Sept., p. 20 

The Supervisor’s Handbook on Maintaining Non- 
Union Status, Wendell C. Trent, March, p. 25 


20 MICHIGAN HOSPITALS, January, 1976 


COMMEMORATIVE NOTES 

DOH Loses a Pioneer in Radiology, Noreen Peter- 
sen, Dec., p. 20 

Gerard B. Lambert Awards Announced, Sept., p. 23 

Grobaski Leaves Baraga Memorial, Sept., p. 19 

I’m the Oldest Living Intern, July, p. 18 

Sister Mary Calasantia Honored in Livonia, June, p. 13 

Verzi Honored as Outstanding Preceptor, April, 
p. 31 


CONSTRUCTION, NEW ADDITIONS 

Bronson Methodist Hospital Unveils Recently 
Completed Surgery Department, April, p. 18 

Harper and Grace Facilities Merge, July, p. 27 

Providence Hospital Plans $4 Million Expansion 
Program, Feb., p. 27 

U-M Hospital Opens New Thoracic Surgery Unit, 
Feb., p. 31 


DIETETICS 

Dietitians: Playing a Role in the Health Care 
Field, Part I, Sept., p. 6 

Michigan Dietitians: A Manpower Survey, Part II, 
Burness G. Wenberg, R. D., Karen H. Gibson, B. 
S., Oct., p. 2 


DISASTER PLANNING 
Lockwood MacDonald Hospital Offers CRP Classes 
to Petoskey Community, April, p. 21 


EDITORIAL 

Hospital Inflation: Causes and Remedies, Kenneth 
E. Raske, Nov., p. 9 

Malpractice Insurance: A Physician Responds, John 
J. Coury, M.D., May, p. 15 

MHA’s Newest Division: Health Economics and 
Finance, Patric E. Ludwig, Jan., p. 17 

Misguided Regulation—A Case Study, Kenneth E. 
Raske, June, p. 14 

Prospective Reimbursement and Rate Settings, Kenneth 
A. Tannenbaum, D.D.S.,M.P.H., Nov., p.8 

The Re-Organization of MHA, Patric E. Ludwig, 
Feb., p. 13 

FROM THE EDITOR 

Nominations Due for Homminga Award, Jan., p. 18 

HEALTH ECONOMICS AND FINANCE 

Hospital Economy in Michigan, Kenneth E. Raske, 
July, PF 2 

Hospital Inflation, Causes and Remedies, Kenneth E. 
Raske,Nov., p. 9 





Michigan Hospitals 
1975 Index 


SUBJECT INDEX 


ACHIEVEMENTS CONTEST 
Achievements Contest Rules Revised, Jan., p. 21 
Seventeenth Achievements Contest, Dec., p. 16 


ADMINISTRATIVE VIEWPOINT 

Administrative Viewpoint, Jack B. Carter, Nov., p. 
27 

Administrative Viewpoint, Jack B. Carter, Dec., p. 


25 

Enough is Enough! Richard E. Lane, March, p. 22 

Keeping Tabs on Physician Performance, Jack B. 
Carter, June, p. 16 

Malpractice Insurance: An Administrator Re- 
sponds, R. A. Bradburn, May, Pp. 14 

Open Letter, Richard E. Lane, July, p. 9 

Paying the Price for Malpractice Insurance, Jack B. 
Carter, Feb., p. 19 

Taking a Look at National Health Insurance, Walter 
J. Bell, April, p. 17 

ALCOHOLISM AND OTHER DRUG ABUSE 

Alcoholism Therapy at Beyer Memorial Hospital, 
Bill Dalton, August, p. 21 


ANNIVERSARY CELEBRATIONS 

Iron County General Celebrates Its Third Anniver- 
sary, Sept., p. 22 

Mercywood Facility Dedicated, Sept., p. 24 

Service With Love Celebrates Its Second Anniver- 
sary, May, p. 12 

AUXILIARY NEWS 

Auxilian Officers Honor MHA Chiefs, Jan., p. 25 

Auxilian Programs Across the State, Ellen M. Heller, 
Dec., p. 26 

Auxilians Sponsor a “Day at the Capitol,” May, p. 18 

The Benefits of an Auxiliary from Several View- 
points, Lucy Grenzke, April, p. 25 

Considering the Prospective Legislative Clout of an 
Auxilian, Lucy Grenzke, June, p. 25 

The MAHA Fall Conference, Ellen M. Heller, Nov., 
p. 20 

Service to Others Brings Self-Fulfillment, Ellen M. 
Heller, August, p. 18 

BOOK REVIEW 

Hospital Hygiene, Wendell C. Trent, June, p. 20 

The Medical and Marketplace Guide, Sept., p. 20 

The Supervisor’s Handbook on Maintaining Non- 
Union Status, Wendell C. Trent, March, p. 25 


20 MICHIGAN HOSPITALS, January, 1976 


COMMEMORATIVE NOTES 

DOH Loses a Pioneer in Radiology, Noreen Peter- 
sen, Dec., p. 20 

Gerard B. Lambert Awards Announced, Sept., p. 23 

Grobaski Leaves Baraga Memorial, Sept., p. 19 

I’m the Oldest Living Intern, July, p. 18 

Sister Mary Calasantia Honored in Livonia, June, p. 13 

Verzi Honored as Outstanding Preceptor, April, 
p. 31 


CONSTRUCTION, NEW ADDITIONS 

Bronson Methodist Hospital Unveils Recently 
Completed Surgery Department, April, p. 18 

Harper and Grace Facilities Merge, July, p. 27 

Providence Hospital Plans $4 Million Expansion 
Program, Feb., p. 27 

U-M Hospital Opens New Thoracic Surgery Unit, 
Feb., p. 31 


DIETETICS 

Dietitians: Playing a Role in the Health Care 
Field, Part I, Sept., p. 6 

Michigan Dietitians: A Manpower Survey, Part II, 
Burness G. Wenberg, R. D., Karen H. Gibson, B. 
S., Oct., p. 2 


DISASTER PLANNING 
Lockwood MacDonald Hospital Offers CRP Classes 
to Petoskey Community, April, p. 21 


EDITORIAL 

Hospital Inflation: Causes and Remedies, Kenneth 
E. Raske, Nov., p. 9 

Malpractice Insurance: A Physician Responds, John 
J. Coury, M.D., May, p. 15 

MHA’s Newest Division: Health Economics and 
Finance, Patric E. Ludwig, Jan., p. 17 

Misguided Regulation—A Case Study, Kenneth E. 
Raske, June, p. 14 

Prospective Reimbursement and Rate Settings, Kenneth 
A. Tannenbaum, D.D.S.,M.P.H., Nov., p.8 

The Re-Organization of MHA, Patric E. Ludwig, 
Feb., p. 13 

FROM THE EDITOR 

Nominations Due for Homminga Award, Jan., p. 18 

HEALTH ECONOMICS AND FINANCE 

Hospital Economy in Michigan, Kenneth E. Raske, 
July, PF 2 

Hospital Inflation, Causes and Remedies, Kenneth E. 
Raske,Nov., p. 9 





Michigan State Hospital Finance Authority, Eldon 
Hancock, Sept., p. 18 

Misguided Regulation—A Case Study, Kenneth E. 
Raske, June, p. 14 

Prospective Reimbursement and Rate Setiings, 
Kenneth A. Tannenbaum, D.D.S., M.P.M., Nov., 


.8 
The Role of the Contributed Dollar in Financing the 
Non-Profit Hospital, J. Rock Tonkel, March, p. 14 
Tax-Exempt Financing for Hospitals, Karl S. Klicka, 
Dec., p. 2 
Testimony, Patric E. Ludwig, July, p. 12 


HEALTH PLANNING 

The Case for Ambulatory Short Stay Surgery, 
Thomas R. O’Donovan, Ph.D., Feb., p. 10 

The Consolidation of Obstetrical Services—A Reason- 
sonable Planning Goal? May, p. 2 

The Effects of a PSRO on Smee oA Thomas 
R. O’Donovan, Ph.D., March, p. 2 

Hospital Overbedding, Part I, Edwin S. Marsh, Feb., 


p. 2 

Hospital Overbedding, Part II, Edwin S. Marsh, 
March, p. 10 

Hospital overbedding (a rebuttal), John R. Griffith, 
June, p. 7 

MHA’s Participation in the Evaluation of the Indi- 
ana Prospective Reimbursement System, Patric 
O’Donoghue, M.D., Robert C. Bonhag, D.M.D., 
M.H.A., Feb., p. 6 

Proposed Areas Maintain Status Quo, July, p. 16 

PSRO: Its Impact on Hospital Medical Staff Com- 
mittee Structure, Anthony Rispoli, March, p. 6 


HOMMINGA AWARD 
Nominations Due for Homminga Award, Jan., p. 18 


HOSPITALS—SMALL 

Leelanau Memorial Hospital, Jerome O’Neil, Dec., 
p. 14 

Serving the Community—Little Traverse Hospital, 
erome O’Neil, Sept., p. 2 

Whitmore Lake, Jan., p. 22 


IN MEMORIAM 
Donald E. Wise, June, p. 24 
Ormand S. Wessels, August, p. 30 


LEGISLATIVE INTERVIEWS 
An Interview with Bobby Crim, Nov., p. 2 
An Interview with Dennis Cawthorne, Dec., p. 10 


LEGAL ISSUES 
Public Health Statute Revision Project, Represen- 
tative Raymond C. Kehres, March, p. 18 


MEETINGS, FORUMS, CONVENTIONS 

Boyne Mountain Hosts MHA Forum, May 21-23, 
July, p. 10 

Conference Scheduled for Ambulatory Surgery, 
August, p. 23 

Let’s Hear It For the Hospitals, July, p. 20 

The MHA Smaller Hospital Conference, March, 


p. 21 

The Ninth Medical Staff—Trustee—Administrator 
Forum, May, p. 24 

Purchasing Agents Hold Tenth Exhibit and Sem- 
inar, March, p. 17 

Report on the Second Meeting of the Michigan 
Society of Hospital Attorneys, Robert H. Warner, 
May, p. 11 


MEDICAL ADVANCES 
Advanced Brain Scanner Installed at Henry Ford 
Hospital, Jan., p. 26 


Harper Hospital Specialists Perform Rare Opera- 
tion, June, p. 8 

New Scanning System in Use in Wyandotte Gen- 
eral’s Nuclear Medicine Department, April, p. 16 

New Technique Predicts Breast Cancer Risks, May, 
p. 13 

Successful Kidney Repair Operation on Two-Week- 
Old at U-M Hospital, May, Pp: 16 

Ultrasound: Utilizing a New Diagnostic Tool at the 
U-M Hospital, May, p. 6 

Unique Kidney Care Network Developed, Feb., p. 
16 


MEDICAL AWARENESS 

Anesthetic Gases May Prove Harmful to OR Per- 
sonnel, Jan., p. 19 

Special “Weight Watchers” Merit Medical Atten- 
tion, Feb., p. 14 


MEDICAL MALPRACTICE 

Guidelines for the Medical Records Department in 
Handling Requests and Calls for Medical Records 
and Possible Malpractice Suits, May, p. 17 

Malpractice Insurance: An Administrator Responds, 
R. A. Bradburn, May, p. 14 

Malpractice Insurance: A Physician Responds, John 
J. Coury, May, p. 15 

Paying the Price for Malpractice Insurance, Jack B. 
Carter, Feb., p. 19 


MEDICAL STAFF 

The Epidemiologist— Watchful Guardian of the Hos- 
pital Environment, James J. Gooch, M.P.H., 
Jan., p. 14 

Medical Technologist to Department Head On-the- 
Job Training at Lansing General, May, p. 8 


MICHIGAN HOSPITALS MAGAZINE 
1974 Index, Jan., p. 31 
This is Your Magazine, Feb., p. 9 


MICHIGAN HOSPITAL ASSOCIATION 

Chairman Sejnost Delivers Annual Address Richard 
L. Sejnost, August, p. 9 

Fifty-sixth Annual Convention Pictures, Aug., p. 10 

Guidelines for the Medical Records Department in 
Handling Requests and Calls for Medical Records 
and Possible Malpractice Suits, May, p. 17 

Introducing—MHA’s Administrative Extern, Donald 
P. Potter, August, p. 19 

MHA Directory, Oct., p. 7 

MHA Statement on Professional Standards Review 
Organizations, March, p. 9 


Officers and Trustees of the MHA, August, p. 12 
Proceedings of the MHA Board of Trustees, Jan., 
p. 20 

eyo to the Fifty-sixth Annual Convention of 

e MHA, Sept., p. 26 
What Is MHA Doing? George E. Cartmill, August, p. 6 


MISCELLANEOUS 

Caution: Government Can Be Hazardous to Your 
Health, M. Stanton Evans, Dec., p. 6 

Children’s Hospital Week in Hastings, Feb., p. 18 

The Dishwashing Crisis at Mackinac Island’s Grand 
Hotel, Sept., p. 16 

The Health Field Today—An Iconoclast’s Delight, 
Richard L. Johnson, June, p. 2 

Homeopathy vs. Allopathy: American Medicine’s 
Battle Royal, Rob Bier, April, p. 2 


(Continued on Next Page) 


MICHIGAN HOSPITALS, January, 1976 21 





Is the Health Care Field as Monstrous as They Say? 
Harry Schwartz, Ph.d., July, p. 2 

Johnson Foundation Invites 22 Michigan Hospitals 
to Apply for Grants, Feb., p. 26 

Medline, Dec., p. 27 

National Weather Service Expands Severe Weather 
Warning Network, April, p. 13 

St. Joseph Hospital of Mt. Clemens Participates in 
Consumer Safety Surveillance, June, p. 18 

Survey Shows Baby Names May Be Linked to Fads, 
Feb., p. 24 


NAMES AND FACES IN NEW PLACES 
January through December 


NAMES IN THE NEWS 
January through December 


NEW TRUSTEES 
April p. 27 
August, p. 31 
May, p. 22 

July, p. 31 

June, p. 18 
November, p. 31 


NURSING 

Wayne State University to Offer Ph.D. Nursing 
Program, Jan., p. 18 

Where Have All the Nurses Gone? Susan E. Weiss, 
July, p. 21 


PASTORAL CARE 
Computerized Religion at St. Lawrence, July, p. 23 


PATIENT CARE 

Art Centre Initiates First Patient Call-Back, July, p. 23 

Benefits for Kidney Disease Patients, July, p. 15 

The Dying Patient, August, p. 14 

The Effects of PSRO on a Hospital Operation, 
Thomas O’Donovan, Ph.D., March, p. 2 

Harper Hospital Offers Patients Gourmet Menu, 
Individualized Service, April, p. 14 


PERSONNEL 

Continuing Education for Hospital Administrators, 
Terence F. Moore and Earl Simendinger, Sept., p. 
12 

Employee Education Program at Berrien General 
Hospital, May, p. 25 

Harper Employees Offered Retirement Classes, Feb., 

2 


p. 25 
Occupational Therapy Program at Borgess, June, p. 


21 

A Personal Experience with the Independent Study 
Program, Ralph J. LaGro, April. p. 7 

PRSO: Its Impact on Hospital Medical Staff, Com- 
mittee Structure, Anthony Rispoli, March, p. 6 

Tapping the Potential for Excellence, April, p. 6 

Two Patients Die... Victims of “Democratic Med- 
icine,” August, p. 16 

U-M’s University Health Plan, April, p. 31 


PUBLIC RELATIONS ISSUES 

Do Public Relations People Really Work? Hugh 
Hufnagel, Nov., p. 12 

How Do You Justify a Hospital Public Relations 
Department, Robert M. Hanson, Jan., p. 6 

Just Outside of Yonkers, Leonard Porter, June, p. 10 

Problem-Oriented Hospital Communication—A 
New Approach, Leonard Porter, Oct., p. 5 

Sinai Hospital Encounters Gordon Rarum Disease, 
Avrum Schulzinger, Nov., p. 18 

Today’s Public Relations Issues, Brooker T. Mas- 
ters, Jan., p. 2 

WOTV Receives Media Award, June, p. 17 


22 MICHIGAN HOSPITALS, January, 1976 


PURCHASING 

A Hospital-Owned Telecommunications System, 
O.D. West, O.D., F.A.C.H.A., Barry J. Rosene, 
S.W., Sept., p. 10 

The Hospital Purchasing Service of Michigan, Paul 
E. Nelson, Jan., p. 10 


SHARED SERVICES 

Five Eastside Detroit Hospitals Incorporate for Better 
Services, June, p. 19 

Ford Hospital Announces Cooperative Effort to 
Coordinate, Share Services, April, p. 19 

Ford Hospital to Offer Health Care Management 
Services, Alan R. Case, May, p. 4 


SOCIAL SERVICES 

Social Workers Find the Answers to Human Prob- 
lems, Joan Baldwin, July, p. 6 

STATISTICS 

Hospital Statistics, Oct., p. 23 


VOLUNTEERS 
The Organization of Volunteer Services, Terence F. 
Moore, David A. Reece, April, p. 10 


AAA AG 


AUTHOR INDEX 


BALDWIN, JOAN 

Social Workers Find the Answers to Human Prob- 
lems, July, p. 6 

BELL, WALTER J. 

Taking a Look at National Health Insurance, April, p. 
17 


BIER, ROB 

Homeopathy vs. Allopathy: American Medicine’s 
Battle Royal, April, p. 2 

BONHAG, ROBERT C., D.M.D., M.H.A. 

MHA’s Participation in the Evaluation of the Indiana 
Prospective Reimbursement System, Feb., p. 6 

BRADBURN, ROBERT A. 

Malpractice Insurance: An Administrator Responds, 
May, p. 14 

CARTER, JACK B. 

Paying the Price for Malpractice Insurance, Feb. p. 19 

Keeping Tabs on Physician Performance, June, p. 16 

Administrative Viewpoint, Nov. p. 27 

CARTMILL, GEORGE E. 

What is MHA Doing? August, p. 6 

CASE, ALAN R. 

Ford Hospital to Offer Health Care Management 
Services, May, p. 4 

COURY, JOHN J., M.D. 

Malpractice Insurance: A Physician Respends, May, 
p. 15 

DALTON, BILL 

Alcoholism Therapy at Beyer Memorial Hospital, 
August, p. 20 

EVANS, M. STANTON 

Caution: Government Can Be Hazardous to Your 
Health, Dec., p. 6 

GIBSON, KAREN H. 

Michigan Dietitians: A Manpower Survey, October, 


p. 

GOOCH, JAMES J., M.P.H. 

The Epidemiologist: Watchful Guardian of the Hos- 
pital Environment, Jan., p. 14 





GRENZKE, LUCY 

The Benefits of an Auxiliary from Several View- 
points, April, p. 25 

Considering the Prospective Legislative Clout of an 
Auxilian, June, p. 25 

GRIFFITH, JOHN R. 

Hospital Overbedding, A Rebuttal, June, p. 7 

HANCOCK, ELDON 

Michigan State Hospital Finance Authority, Sept., 
p. 18 

HANSON, ROBERT M. 

How Do You Justify a Hospital Public Relations De- 
partment? Jan., p. 6 

HELLER, ELLEN 

Service to Others Brings Self-Fulfillment, August, 


p. 18 

The MAHA Fall Conference, Nov., p. 20 

Auxilian Programs Around the State, Dec., p. 26 

HUFNAGEL, HUGH 

Do Public Relations People Really Work? Nov., p. 12 

JOHNSON, RICHARD L. 

The Health Field Today—An Iconoclast’s Delight, 
June, p. 2 

KEHRES, RAYMOND C. 

Public Health Statute Revision Project, March, p. 18 

KLICKA, KARL S., M.D. 

Tax-Exempt Financing for Hospitals, Dec., p. 2 

LANE, RICHARD E. 

Enough Is Enough! March, p. 22 

Administrative Viewpoint, July, p. 9 

LaGRO, RALPH J. 

A Personal Experience with the Independent Study 
Program, April, p. 7 

LUDWIG, PATRIC E. 

MHA’s Newest Division Health Economics and Fi- 
nance, Jan., p. 17 

The Re-Organization of MHA, Feb., p. 13 

Testimony, July, p. 12 

MARSH, EDWIN S. 

Hospital Overbedding, Part I, Feb., p. 2 

Hospital Overbedding, Part II, March, p. 10 

MASTERS, BROOKER L. 

Today’s Public Relations Issues, Jan., p. 2 

MOORE, TERENCE F. 

The Organization of Volunteer Services, April, p. 10 

Continuing Education for Hospital Administrators, 
Sept., p. 12 

MORROW, JOHN L. 

The Consolidation of Obstetrical Services: A Reason- 
able Planning Goal, May, p. 2 

NELSON, PAUL E. 

The Hospital Purchasing Service of Michigan, Jan., 
p. 10 

O’DONAGHUE, PATRICK, M.D. 

MHA’s Participation in the Evaluation of the Indiana 
Prospective Reimbursement System, Feb., p. 6 

O’DONOVAN, THOMAS R., Ph.D. 

The Case for Ambulatory Short Stay Surgery, Feb., 


p. 10 

The Effects of PSRO on Hospital Operation, March, 
p. 2 

O’NEIL, JEROME 

Serving the Community: Little Traverse Hospital, 
Sept., p. 2 

Leelanau Memorial Hospital, Dec., p. 14 

PETERSEN, NOREEN 

DOH Loses a Pioneer in Radiology, Dec., p. 20 


PORTER, LEONARD 

Just Outside of Yonkers, June, p. 10 

Problem-Oriented Hospital Communications—A 
New Approach, Oct., p.5 

POTTER, DONALDP. 

Introducing—MHA’s Administrative Extern, Aug., 
p.19 

RASKE, KENNETH E. 

Misguided Regulation—A Case Study, June, p. 14 

Hospital Economy in Michigan, Aug., p. 2 

Hospital Inflation: Causes and eaedins. Nov., p. 9 

REECE, DAVID A. 

The Organization of Volunteer Services, April, p. 10 

RISPOLI, ANTHONY 

PSRO: Its Impact on Hospital Medical Staff Com- 
mittee Structure, March, p. 6 

ROSENE, BARRY J.,S.W. 

A Hospital-Owned Telecommunications System? 
Sept., p. 10 

SCHWARTZ, HARRY, Ph.D. 

Is the Health Field as Monstrous as They Say? July, 
p.2 

SEJNOST, RICHARD L. 

Chairman Sejnost Delivers Annuai Address, Aug., 
p.9 

SHACHTER, MARVIN L. 

Medical Technologist to Department Head: On-the- 
Job Training at Lansing General, May, p. 8 

SIMENDINGER, EARL 

Continuing Education for Hospital Administrators, 
Sept., p. 12 

TANNENBAUM, KENNETH A., D.D.S., M.P.H. 

Prospective Reimbursement and Rate Settings, Nov., 
p.8 

TRENT, WENDELL C. 

“The Supervisor’s Handbook on Maintaining Non- 
Union Status” —a book review, March, p. 24 

“Hospital Hygiene” —a book review, June, p. 20 

TONKEL, J. ROCK 

The Role of the Contributed Dollar in Financing the 

Non-Profit Hospital, March, p. 14 

WARNER, ROBERT H. 

Report on the Second Meeting of the Michigan So- 
ciety of Hospital Attorneys, May, p. 11 

WEISS, SUSAN E. 

Where Have All the Nurses Gone? July, p. 21 

WENBERG, BURNESS G., R.D. 

Michigan Dietitians: A Manpower Survey, Oct., p. 2 

WEST,Q:D., F.A.C.H.A. 

A Hospital-Owned Telecommunications System? 
Sept., p. 10 

(Continued on Next Page) 


An Interview With 
Senator Otterbacher 


in February's 
MICHIGAN HOSPITALS 


MICHIGAN HOSPITALS, January, 1976 23 





MICHIGAN HOSPITALS’ INDEX 
(Continued from Page 23) 
ADVERTISERS’ INDEX 


AIR AMBULANCE SERVICE Jan., March, April 
ANNA KENEDI DESIGN 


LEGAL RESPONSIBILITIES 
(Continued from Page 5) 


ARBITRATION AND MEDICAL 
STAFF PRIVILEGES 


If a hospital promulgates a medical staff bylaw 


ASSOCIATES, INC. 


ARGONAUT INSURANCE 


COMPANIES 


BASILE ASSOCIATES 


BELL & HOWELL-THE 
OLSON ANDERSON CO. 
CAPITAL FINANCIAL 


SERVICES 


DEWEY LITTLE & 
ASSOCIATES 


FARM BUREAU INSURANCE 


HOSPITAL BUILDING & 


EQUIPMENT CO. 


JAMES M. LOWDER & 
ASSOCIATES, PENN 
GENERAL AGENCIES 


MESSA 


MICHIGAN TRACTOR & 


MACHINERY CO. 


THE PERSONNEL SERVICE 


OF MHA 
POSEY COMPANY 


PRUDENTIAL INSURANCE 
COMPANY OF AMERICA 


RISK RESEARCH, INC. 


ROTH YOUNG AGENCY 


SERVICEMASTER 


Nov., Dec. 


Jan., Feb., May 
Dec. 


April, May, June 


March, April, May, 
July, Sept. Oct., 
Nov. 


April 

March, April, May, 
June, July, Aug., 
Sept., Oct., Nov., 
Dec. 


Feb. 


Nov., Dec. 
Jan., Feb., April 


Nov., Dec. 


Jan., Feb. 
Sept., Nov., Dec. 


Jan., Feb., March, 
April, May, June, 
July, Sept., Nov. 
Jan., Feb., July, 
Aug., Sept., Oct., 
Nov., Dec. 

June, July, Aug., 
Sept., Oct., Nov., Dec. 


July 


An Interview With 
Senator Otterbacher 


in February’s 


MICHIGAN HOSPITALS 





that requires a physician to agree to participate in 
arbitration as a condition of membership on the med- 
ical staff, will the courts enforce it? As with other 
issues discussed earlier, there are a number of bal- 
ances the courts must weigh. On the one hand the 
people of Michigan, through their legislature, have 
determined that the cost of malpractice insurance 
has increased at an unacceptable pace. The results 
are two-fold: the law encourages arbitration as an 
alternative to the classic torts system and the law 
provides for a severe penalty for any hospital that 
does not coerce or coax its medical staff into almost 
total participation. 

On the other hand, physicians are private citizens 
with rights to contract freely with whomever they 
please. And, an individual physician’s patients can 
gain access to a hospital only if the physician has 
admitting privileges. A provision in the medical staff 
bylaws requiring that all physicians agree to arbi- 
trate when coupled with an individual physician’s 
refusal to participate, could effectively restrict the use 
of the facilities to many citizens. These above men- 
tioned conditions may be sufficient to give a court 
the necessary jurisdiction to decide the question in 
a private hospital. In other words, if a private 
hospital received Hill-Burton monies (tax dollars) for 
construction and then established a medical staff 
bylaw which offends the interests of a physician who 
refuses to participate, some citizens may be de- 
prived of the use of their tax dollars which built the 
hospital. A court could find the requisite ‘‘state 
action” to assume jurisdiction. 

It is my contention that if any court was asked to 
review the reasonableness of such a bylaw it would 
accomplish the necessary equilibrium of rights and 
duties by deciding in favor of the hospital. To decide 
otherwise would be terribly incongruent with the 
clear intent of the arbitration law and would place 
hospitals in a legal “Catch 22.” No court would 
permit a hospital to be placed in such a position. 
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